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Message Text 


UNCLASSIFIED 

PAGE 01 TEHRAN 12169 161231Z 
12 

ACTION NEA-10 

INFO OCT-01 ISO-OO EB-07 ( ISO ) W 

053626 

OR 161205Z DEC 75 
FM AMEMBASSY TEHRAN 
TO USDOC WASHDC IMMEDIATE 
INFO SECSTATE WASHDC 4788 

UNCLAS TEHRAN 12169 

USDOC FOR CAGNE 

EO 11652: NA 
TAGS: BEXP, IR 

SUB: TRADE OPPORTUNITY - MEDICAL/HOSPITAL EQUIPMENT. 

REF: TEHRAN 1 1018 AND PREVIOUS 

1. MINISTRY OF SOCIAL WELFARE, MEDICAL SERVICES ORGANIZATION, SUPPLY 
DEPARTMENT, HAS OFFERED TENDER FOR PROVISION OF GENERAL FACILITIES 
AND EQUIPMENT FOR A 300-BED HOSPITAL IN SHIRAZ. DESIGN AND CONSTRUC- 
TION IS NOT INCLUDED IN THE PHRASE "GENERAL FACILITIES AND EQUIP- 
MENT." PROSPECTIVE BIDDERS SHOULD CONTACT THE MANAGEMENT OF HOSPITAL 
AND CLINICAL SERVICES DEPARTMENT AT AVENUE ABAN, NO. 80. 3RD 

FLOOR, TEHRAN. IRAN. NOT LATER THAN DECEMBER 23, 1975. 

2. COMMENT: PUBLICATION TENDER NOTICE CONFIRMS PROCEDURES OUTLINED 
BY MINISTRY OF SOCIAL WELFARE OFFICIALS FOR HOSPITAL-BY-HOSPITAL 
APPROACH WITH DESIGN/CONSTRUCTION WORK BEING UNDERTAKEN BY LOCAL 
FIRMS. 

3. EMBASSY HAS SUGGESTED TO MARYLAND STATE TRADE MISSION (HOSPI 
TAL/MEDICAL THEME) ADVANCE MAN PRESENTLY IN IRAN THAT HE VISIT 
ABOVE ADDRESS WITH MATERIAL ON RELEVANT MISSION PARTICIPANTS. 

ACTION REQUESTED: IN ADDITION TO NORMAL DISSEMINATION, PLEASE CON- 
TACT DIRECTOR STATE OF MICHIGAN TRADE MISSION (HOSPITAL EQUIPMENT 
THEME) SCHEDULED FOR FEBRUARY VISIT TEHRAN AND SUGGEST HE SEND 
BROCHURES AND INFORMATION ON MISSION VISIT TO ABOVE ADDRESS ASAP. 
(EMBASSY DOES NOT YET HAVE LIST OF MISSION PARTICIPANTS). 

UNCLASSIFIED 

UNCLASSIFIED 
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4. SPECIFICATIONS AIRPOUCHED TO USDOC. 

HELMS 

UNCLASSIFIED 

NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 DEC 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975TEHRAN12169 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750436-1037 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751237/aaaabhcx.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 TEHRAN 11018 
Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 JUN 2003 by ReddocGW>; APPROVED <03 FEB 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRADE OPPORTUNITY - MEDICAL/HOSPITAL EQUIPMENT. 

TAGS: BEXP, IR 
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Type: TE 
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